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Tlumk you lor (-housing the Kurt? !i;ae.e i-lcho SK-jOO. This 
advanced unit feature-. reverb capability on top of the basic 
performance of the Korg SE-500 professional echo machine. 
Input level adjustment is easier than ever, thanks to the 
employment of the auto-pat system. In contrast to most 



conventional units, ihe SE-300 also lets you add reverb to 
just the direct signal or just tin: echo playback signal. A wide 
variety of time-dclav sound effects ate yours with the Korg 
SE-300. 




Tlie diagram below shows the relationships between the control knobs and input/output signals in the SE-300. 
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O Input Level Meter: 

Use this meter to check input level. Adjust the volume knobs so that the meter read- 
between - -5dB and OdiJ when you p'.ay (he loudest. 

Peak level indicator: 

This LED peak level indicator gives accurate indications of instantaneous peak 
transients not shown by the averaging type input level meter. Since such peak 
transients are the main cause of distortion, turn down the volume knobs if the peak 
level indicator stays lit, rather than only flickering on and off occasionally. 

Input volume: 

Use these knobs to adjust input level. While playinj! (or singing), watch the meter 
needle movement and the peak level indicator. For best sound quality, adjust the 
input volume knobs so that the meter indication stays between - 5dB and OdB when 
you play the loudest. 
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Head selectors: 

Press the cancel button to cancel all the heads w hen you don't want any echo effect 
Press button "1" for a conventional echo effect. Press "2" when you want a bit 
longer echo. Press button "3" for the lousiest echo effect having a maximum delay 
time of 1.2 second- By pressing two or more buttons at once, you can get more 

complex echo effects and '"swell" effects. 

Feedback control: 

Use this knob to control the number of times the echo is repeated. At "O" you will 
get just a single echo (one repeatj. Note that if you set the knob to "7" or higher. 

oscillation will occur and the sound will keep on ao:nj\ without stopping. 

O Speed control: 

Use this knob to adjust the time delay between ecltos. Alter choosing the basic lenc:'- 
of the eoho effect by pressing one fur move) of the head selector buttons, use thi< 
speed control knob for fine adjustment of the delay time. 

Reverb input balance control: 

Use this knob to adjust the relative amount of reverb applied to the direct sound 
signal and the ecito playback signal. Set to the eenier position for a conventional 
echo-plus-reverb effect. Change the balance setting for more unusual time-delay 
effects. For reverb without echo, turn the knob all the way counterclockwise to the 

"Direct" position. 

© Effect switch: 

Use this switch when you want to temporarily cancel all lime delay effects. 
Ordinarily this switch should be left in the "ON" position when using the echo 
machine. In the "OFF" position, both echo and reverb effects are defeated. 

© Foot switch jack: 

Connect a foot -witch (Korg J-type) to Ibis jaek for foot -operated remote control of 
the effect switch above. Set the effect switch to the "ON" position when using a foot 
switch. 

Effect balance control: 

Use this knob to adjust the balance between the echo and reverb effects. If you have 
pressed the head selector cancel button (so that there is no echo effect), you can use 
this knob to control the depth of the reverb effect. For accurate adjustment of 
balance when using both echo and reverb, turn the knob a little at a time from the 
echo side toward the reverb side until you get just the effect you want. 

© Output balance control: 

Use this knob for final adjustment of the balanee between the direet signal and the 
effect signal (with the addition of echo and/or reverb). Note that this knob only- 
affects the signal from the "DlRFCr..'1'FKKC'l " jaek. It does not influence the signal 
from the "EFFECT' jack. 

©Treble, (D Bass: 

Use these knobs to adjust lone quality of the of feci signal iwith the addition of echo 
and/or reverb). For linear response, leave these knobs in the center positions. 

(js* Output level switch: 

Use this switch to select output signal level, (boose the output love! appropriate : ■ 
the input sensitivity of the amp or mixer vou use. This switch controls the output 
level of both the "EFFECT" jack and the "DIRECT/EFFECT' jack at the same 

©Effect out: 

This jack gives you just the echo/reverb signal. Therefore, it is suited to connection to 
a mixer or other intermediate sound processing equipment. 

Direct/effect 

This jack givi 
for di ' 



Since the SE-500 employs liic auto-p.il system, you don't suitable level. 

have to worry nboui the -tren^lli of the input signal. Just set Use (he output level switch to choose the level appropriate 

the input volume knobs to "0" and plug your instruments the amp or other equipment connected to the SE-300 output 

and microphones into the input jacks. Then watch (he level jacks. 

meter while playing, and turn up the volume knobs to a 




Vocals — This set tin;" give-, j natural sound ing echo and reverb effect. 
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Echo alone - Use the knobs and buttons in the KC'HO seetion to adjust the effect. 
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Reverb alone — For reverb without any echo. 
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' lo change the tape 
Turn off the power 

Loosen screw A . unscrew the other four screws and remove the 

clear plastic cover. 

Take out the old tape. 

Clean the heads (g; , pinch roller C . capstan, and tape guides. 

Place the SET -01 lane case in the position shown in the diagram. 

Pull the end of the tape out of the SKT-01 case and pass the loop 

around the heads B and pinch roller ©. 

After threading the tape, put the plastic cover back on and screw in 

the four screws. 

Turn on the power so that the tape i- pulled completely out of the 



Once the tape is out of the case, rem. 

tighten screw (A in its original positio 

Run the tape for 5-10 minutes to loo; 

Caution 

When changing the tape, be sure t< 

including the heads and pinch roller. 

Use of tape other than SKT-01 may re' 



; the SET-01 tape c 



a Screw 
:B; Heads 
© Pinch roller 
©Tape 




1, Do not store or use the unit where it will be subject lo dust, dirt, 
high humidity or high temperature. 

2. All heads must be cleaned regularly with head cleaning fluid or 
alcohol. Also clean capstan, pinch roller, and tape guides. Wait 

for all parls to dry before allowing tape contacl with heads. 
1. Do not oil or lubricate moving pans. No I lib ilea lion is needed, and 
it may cause detciioralion of performance. 



4. The endless tape loop will deliver optimum performance for about 
300 hours of use. After that, performance will be reduced. Relace 
with SET-01 tape loop. 

5. The SE-300 may pick up noise if placed too near other equipment. 

If this occurs, try changing Ihe relative positions of the units. Also 
check the input signal for noise. 



Inputs Inputs(for n 

Effect Switch 1 

Outputs Effect Out 1 

Direct/Effect Oul 1 Heads 

Control knobs Input Volume 2 

Head Selector -3 

Feedback Control 1 Dimennons 

Speed Control IV, ,.|,: 

Reverb Inptu Balance 1 Accessory 

Effect switch 1 

Tone (Treble. Bassi 2 F'uwer Con 

Ell., i I;., .,.,.-, 1 

Output Balance I 

Output Level Attenuate! -20 -35 SfkfB: 1 

1'ower Switch 1 



Level meter (VU tYp^ •- 1 

I'cak Level Indicjl..: LED) ■ ■ ■ 1 

Head Indicator (LED) ■ ■ 3 

Recording 1 

Playback - 3 

Erase 1 

120 W ■ 170 II ■MUV.mm 
12.3kg 

Foot Switch (J) 1 

Connection Cord i3mi 1 

40W 
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